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information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 




Mazdoor Kisan Shakti Sangathan 
"The Right to Information, The Right to Live'' 



IS 11392-1-2 (1988) : Dimensions of Mounting Accessories of 
Pot Cores for Printed Circuit Board Mountings^ Part 1: For 
Pot Core of Size 18 X 11 mm. Section 2: Type 2 [LITD 5: 
Semiconductor and Other Electronic Components and Devices] 




Jawaharlal Nehru 
'Step Out From the Old to the New" 



aj^&Vi ilW^K-^i^^^ T ^bi^ nVF^f 



::^^s^\n%i9^j^/;s^>^^^^ 



K^^^iXSVCd^ 



Satyanarayan Gangaram Pitroda 
Invent a New India Using Knowledge 



Bhartrhari — Nitisatakam 
''Knowledge is such a treasure which cannot be stolen" 




^'^^^r 



k 




BLANK PAGE 



^*-^^^ 





PROTECTED BY COPYRIGHT 



UDC 621'3'049'76-.218:62V3-042-1 : 006-78 



IS : 11392 ( Part 1/Sec 2 ) - 1988 



Indian Standard 



( Reaffirmed 2003 ) 



o 
o 

Q 



o 

Q 



DIMENSIONS OF MOUNTING ACCESSORIES OF POT CORES 
FOR PRINTED CIRCUIT BOARD MOUNTINGS 

PART 1 FOR POT CORE OF SIZE 18 x 11 mm 
Section 2 Type 2 



1. Scope — Covers dimensions of mounting accessories of Type 2 for pot core of size tS x 11 mm 
for printed circuit board mountings. 

2, Dimensions 

2.1 Mounting C/amp — The dimensions of mounting accessories clamp siiail be according to Fig. 1. 
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Material : QB mm Nickel Silver Spring Ste^l. 
Gen, Tol « tfcO'l 
All dimensions in millimetres. 

FIG. 1 MOUNTING CLAMP 
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2.2 Mounting p/ate — The dimensions of mounting plate shall be according to Fig, 2, 
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PART 3 
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ISloU — Parts1,2and3 are moulded with the Polycarbonate GV. Coxing part to be mounted on the mould In proper 
position and to be moulded In situ. 

All dimensions in millimetres. 

FIG. 2 MOUNTING PLATE 



EXPLAN ATO RY NOTE 

Various types of mounting accessories are in vogue depending upon the application but two 
types are most common for each size of pot core. The two types, namely. Type 1 and Type 2 for pot 
core of size 18 X 11 mm are covered in Section 1 and Section 2 respectively. Similarly, other parts 
of the series cover two types, namely. Type 1 and Type 2 of other size of pot cores in two sections. 
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